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25X1X 1. The former Siemens Electric Workshop in Zagreb has now been consolidated 
with the Rade Koncar electro-technical factory, and has recently been 
@niarged. A new pavilion which is 180 meters long serves as storace 
for machinery imported from Germany since 1945. — 


2. The consolidated Rade Konear factory produces threa phase synchronous 
electric motors, synchronous generators, transformers of one or three 
phases with o11 cooler, and autogenous machine units for soldering. 

Large generators employed in the electric and hydro-electric power plants 
of Maribor and Fala, and amall generatora for the power plants of Savica, 
Mezics, Musovica- Rijeky, Pesocani, Ozalj, Z2rnovica and Sokolovica are 
produced in this factory. The electric motors have a power from 100, 250, 
400, 1,600 to 2,600 kilowatt amperes. Generators for hydro-electric 
Plants have a power of 18,000 kilowatts. 


% The director of the Rade Koncar factory is Viktor Vrplm. The chief 
engineer is Eng. Tomo Bosanac, and his assistants are engineers 
Mirko Sviglin and Josip Boric. The entire factory employs approximately 
2,700 workers and employses. 
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2OX1A (MMMM Comment: Your attention is called 


which previously reported on the Rade Koncar factory. 
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